Brief comment text:

As a licensed Amateur Radio Operator and an avid Meshtastic enthusiast using LORA boards for communication,  I am very concerned about the appropation of the 902 to 928 MHz band for Commercial use. I strongly urge the Commission to find a way to utilize a different set of frequencies for the NextNav system. Thank you.
